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D5088-3 PLACARD 


B点 
安全工作负荷=500lb/227kg 
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D5088-5 PLACARD 


D5088-5 


NOTES: 
1) MATERIAL: 3M 7 MIL MASKING FILM #8522CP 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: N/A 
6) IDENTIFICATION: N/A 
7) WEIGHT: 0.00N/A 
8) WHITE TEXT ON BLACK BACKGROUND 
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